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QlCtrUeb 4£>(aie& Senate 

301 Pastore Federal Building 
Kennedy Plaza 
Providence, R.I. 02903 

Att. D.M. SENNOTT 2/19/85 


Respectfully referred to 

Director William J. Casey 
Central Intelligence Agency 
Washington, D.C. 20505 


for such consideration as the communication 
herewith submitted may warrant, and for a report 
thereon, in duplicate to accompany return of 
inclosure. 


By direction of 

John H. Chafee 

U. S. S. 


Form #1 


GF' : 1981 0 - 76-236 



Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP88G00186R000901 180034-0 


STAT 


Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP88G00186R000901 180034-0 



Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP88G00186R000901 180034-0 



